1ST  BAPTIST  CHURCH  OF  MURPHYSBORO,  ILL..  DESTROYED  IN  THE  TERRIBLE  TORNADO  OF  WAR. 
18,    1925.       IT    WAS    A    NEW    CHURCH    NOT    QUITE  COMPLETED. 
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